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THK  Village  of  Queenston  \k  one  of  the  oldest  settlements  in  what  was  formerly  known  as  Upper 
Canada,  being  at  the  foot  of  the  Old  Indian  Portage  around  the  Falls,  from  the  village  of 
Chippawa,  a  few  miles  above  the  Cataract.  In  early  duys  Queenston  was  a  flourishing  commercial 
centre,  but  since  the  construction  of  railways  and  canals  the  place  is  no  longer  prosperous.  It  is, 
however,  still  interesting  for  its  picturesque  situation  and  as  the  scene  of  one  of  the  chief  battles  of  the  war 
of  1812-15,  when  the  British  leader,  Lieut. -General  Sir  Isaac  Brock,  was  killed  at  the  moment  of  victory. 
A  handsome  monument  190  feet  high  on  the  brow  of  "Queenston  Heights"  was  erect2d  in  1853  in  honor  of 
General  Brock  and  to  commemorate  the  event. 

Below  the  escarpment,  the  exact  spot  where  General  Brock  fell  in  action  is  marked  by  a  cenotaph 
erected  in  i860  by  the  Prinde  of  Wales.  On  the  Heights,  in  rear  of  the  monument,  in  evidence  of  the  war, 
still  remain  in  a  fair  state  of  preservation,  two  earthworks,  constructed  during  that  period  by  the  Roya 
Engineers,  under  Lieut.  Jenoway,  but  evacuated  and  partially  blown  up  on  the  approach  of  a  large  American 
force  in  July,  1814. 


Village  of  Queenston,  from  Brock's  Monument. 


Bkock's  Monument  rests  upon  a  Hubstnntial  foundation  of  masonry,  forty  feet  square  and  ten  feet 
below  the  level    of    the   ground  ;  upon  this  foundation  there  is  a  two-story  vaulted  basement 
measuring  thirty-eight  feet  square  at  the  ground  level,  and  attaining  a  height  of  twenty-seven  feet. 
Upon  the  four  comers  of  the  entablature  of  this  basement  are  the  ai-morial  l^earings  of  Brock 
carved  out  of  stone.     The  massive  basement  is  surrounded  by  an  enriched  pedestal,  the  die  of  which  is 
sixteen  feet  square,  and  the  height,  including  the  cornice  and  base,  thirty-eight  feet. 

On  the  pedestal  stands  the  exquisitely  proportioned  mammoth  column  of  the  composite  order,  measuring 
ninety-five  feet  in  total  height,  with  a  fluted  shaft  ten  feet  in  diameter,  and  enriched  capital  and  base. 
Above  the  column,  and  resting  on  a  cippas  or  statue  base,  is  a  colossal  statue  of  General  Brock  in  military 
costume,  and  the  right  arm  extended  with  a  baton  in  the  hand,  and  the  left  hand  resting  upon  his  sword. 
The  total  height  from  ground  level  to  the  top  of  the  statue  is  190  feet. 

From  the  ground  level  a  circular  stone  staircase  winds  up  through  the  centre  of  the  shaft  to  the  top  of 
the  column,  where  from  small  openings  in  the  cippas  a  view  may  be  had  of  the  surrounding  landscape  at  a 
height  of  over  500  feet  above  the  level  of  the  river. 
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BKi.ow  the  Whirlpool  is  a  most  interesting  feature  of  the  lower  river,  known  as  "Niagara  (Jlca," 
sheltered  by  the  high  cliffs  on  either  side.     This  picturesque  spot  possesses  a  splendid  variety  of 
tiora,   and  ^has  in  consequence   a  reputation  among  botanists.     The  glen  is  reached  by  an  easy 
stairway  down  the  cliff,  at  the  base  of  which  a  pathway  winds  down  through  a  wildly  beautiful 
glen  to  the  edge  of  the  river,  where  sweeps  the  mighty  rapids  of  the  lower  Niagara. 

On  the  opposite  side  of  the  stream,  lower  down,  is  a  rugged  irregularity  in  the  cliff,  known  as  the 
*'  Devil's  Hole."  At  this  spot  a  detachment  of  British  troops,  marching  from  F"ort  Niagara  to  Fort  Schlosser, 
above  the  Falls,  in  pre-secession  days,  were  attacked  by  Indians  in  ambush  and  driven  over  the  cliff  Only 
one,  a  drummer  boy,  survived  to  tell  the  fate  of  his  companions  in  arms. 

It  may  be  stated  that  Prof.  Macoun,  the  Dominion  Botanist,  is  authority  for  the  statement  that 
Queenston  Heights,  the  valley  of  the  Niagara  River  and  the  neighborhood  of  the  Falls,  form  the  best 
botanical  g^round  in  Canada.  So  far  there  have  been  found  in  this  field  107  families,  comprising  437  genera 
and  1,101  distinct  species  growing  without  cultivation. 


Whirlpool  Rapids  Looking  up  the  River. 


THE  Whirlpool  is  formed  by  an  abrupt  change  in  the  course  of  the  river,  the  channel  being  deflected 
at  right  angles.      The  river  compressed  by  the  encroaching  cliffs  into  the  famous  rapids  above  the 
pool  rushes  into  the  basin  on  the  right  side.     The  cun-ent  then  turns  to  the  left  and  up  stream  until 
it  reaches  the  entrance  to  the  basin  where  it  passes  under  the  in-rushing  torrent  and  on  towards  the 
escarpment.     It  has  been  thought  by  many  geologists  that  the  river  originally  pursued  a  southward  course 
on  the  line  of  the  river  and  there  are  many  evidences  of  the  existence  of  an  old  channel. 
Mr.  Frederick  Law  Olmsted  quotes  the  words  of  William  Robinson,  F.L.S.,  as  follows  : 
"The  noblest  of  nature's  gardens  that  I  have  yet  seen  is  that  of  the  surroundings  and  neighborhood  of 
the  Falls  of  Niagara  ;  grand  as  are  the  colossal  Falls,  the  Rapids  and  the  course  of  the  river  for  a  considerable 
distance  above  and  below  possess  more  interest  and  beauty. 

"  As  the  river  courses  far  below  the  Falls,  confined  between  vast  walls  of  rock,  the  clear  water  of  a 
peculiar  greenish  hue,  and  white  here  and  there  with  circlets  of  yet  unsoothed  foam,  the  effect  is  startlingly 
beautiful,  quite  apart  from  the  Falls.  The  high  cliffs  are  crested  with  woods,  the  ruins  of  the  great  rock 
walls  forming  wide,  irregular  banks  between  them  and  the  water,  and  also  beautifully  clothed  with  wood  to 
the  river's  edge,  often  so  far  below  that  you  sometimes  look  from  the  upper  brink  down  on  the  top  of  tall 
pines  that  seem  diminished  in  size.  The  wild  vines  scramble  among  the  trees  ;  many  shrubs  and  flowers 
seam  the  high  rocks  ;  in  moist  spots  here  and  there  a  sharp  eye  may  detect  many  flowered  tufts  of  the 
beautiful  fringed  gentian,  strange  to  European  eyes  ;  and  beyond  that,  and  at  the  upper  end  of  the  wood- 
embowered  deep  river  bed,  a  portion  of  the  crowning  glory  of  the  scene— the  Falls — a  vast  cliff  of 
illuminated  foam  with  a  zone  towards  its  upper  edge  as  of  green  molten  glass." 
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AT  the  Whirlpool  Rapids  the  descent  to  the  water  is  made  down  an   incline  railway  and  the  grandeui 
of  the  view  there  obtained  is  scarcely  to  be  surpassed,  except  by  the  Falls  themselves.     It  wat 
here  that  the  famous  swimmer  Webb,  who  swam  from  Dover  to  Calais,  lost  his  life  in  attempting 
to  swim  through  the  Rapids.     A  short  distance  up  stream  is  the  new  steel  arch  bridge  lately  built 
for  the  Grand  Trunk  Railway.     This  bridge,  built  upon  the  parabolic  principle,  took  the  place  of  the  old 
Railway  Suspension  Bridge. 

The  old  bridge  was  supported  by  four  cables,  each  of  3640  No.  10  wires  laid  parallel  and  of  an  average 
strength  of  1648  lbs.  These  wires  when  removed  were  found  as  efficient  in  every  particular  as  when  first 
placed  in  position  over  forty  years  previously.  The  present  bridge  was  built  and  the  old  bridge  removed 
without  interrupting  traffic.  The  total  span  over  the  gorge  is  825  feet,  and  the  height  from  rail  to  water  258 
feet.     The  live  load  per  running  foot  which  can  be  safely  supported  is  10,000  lbs. 

Just  above  the  new  stesl  arch  bridge  is  situated  the  Cantilever  Bridge,  owned  by  the  Michigan  Centra 
Railway.  This  bridge  is  one  of  the  first  of  its  kind  constructed  and  was  completed  in  1883.  The  total 
length  is  910  feet  and  the  distance  between  rail  and  wat«r  245  feet.  A  mile  further  up  stream,  near  the  Falls, 
is  the  carriage  Suspension  Bridge,  with  a  span  of  12R8  feet,  built  in  1869  of  wood,  rebuilt  in  1889  of  steel, 
and  enlarged  and  rebuilt  as  a  steel  arch  bridge  in  1898. 


Grand  Trunk  Single  Arch,  Double  Track  Steel  Bridge  Over  Niagara  River. 


Qi'EEN  Victoria  Niagara  Falls  Park  is  a  national  park  belonging  to  the  Province  of  Ontario. 
Preliminary  work  in  connection  with  its  establishment  was  undertaken  in  pursuance  of  an  Act 
passed  by  the  Legislature  30th  March,  1885,  and  the  park  was  formally  opened  to  the  public  on  the 
a4th  May,  1888.  It  comprises  the  lands  adjoining  the  Falls,  some  154  acres,  and  the  foreshore  along 
nearly  the  whole  course  of  the  Niagara  River  from  Lake  Erie  to  Lake  Ontario,  including  the  commandin" 
"  Queenston  Heights,"  and  the  beautiful  "  Niagara  Glen,"  the  total  area  being  over  700  acres.  The  property 
is  administered  by  a  Commission  for  the  Government  of  Ontario,  and  in  the  ten  years  which  have  elapsed 
since  work  was  begun,  a  great  deal  has  been  accomplished  in  restoring  the  surroundings  of  the  Falls  to  a 
becoming  condition.  The  lands  adjoining  the  Falls  on  the  American  side  of  the  river,  embracing  the  Islands 
and  a  portion  of  the  shore  for  a  mile  up  stream,  are  similarly  held  by  the  State  of  New  York.  The  idea  of 
maintaining  the  surroundings  of  this  magnificent  natural  wonder  in  a  state  of  nature  at  the  public  expense 
originated  with  Lord  Dufferin,  while  Governor-General  of  Canada. 


American  Falls,  from  Queen  Victoria  Niagara  Falls  Park. 


THE  Parks  of  both  sides  of  the  river  abound  with  beautiful  drives  and  walks,  and  all  buildings  not 
required  for  the  use  of  the  sightseer  or  park  administration  have  been  removed.  The  only  satis- 
factory general  views  of  either  the  American,  or  the  Canadian  or  Horseshoe  Falls,  is  obtained  from 
the  Canadian  Park.  The  American  Fall  is  i,o6o  feet  wide.  This  Fall  is  separated  from  the 
Ca:iadian  or  Horseshoe  Fall  by  Goat  Island.  The  main  body  of  water  passes  over  the  Canadian  Fall  and 
he  boundary  line  between  Canada  and  the  United  States  is  situated  near  the  Terrapin  Point,  the  soutli- 
western  extremity  of  Goat  Island,  leaving  almost  the  whole  of  this  Fall  in  Canadian  territory.  The  Horee- 
Bhoe  Fall  is  i6o  feet  high,  and  the  American  Fall  considerably  less,  as  its  base  is  obstructed  by  masses  of 

fallen  rock. 

The  total  average  quantity  of  water  passing  over  the  Falls  is  about  15  millions  of  cubic  feet  per  minute 
of  this  total  about  one-tenth  is  supposed  to  pass  over  the  American  Fall  and  nine-tenths  over  the  Canadian 

Fall. 

The  crest  line  formerly  took  the  form  of  a  perfect  horseshoe,  but  the  wearing  away  of  the  cliff  in  the 
centre  where  the  water  is  deepest  has  altered  somewhat  the  general  appearance  of  late  years.  The  length  of 
crest  line  is  3010  feet  The  mean  recession  of  the  American  Fall  between  the  years  1842  and  1890  has  been 
ascertained  to  be  7-.;  inches  annually  ;  that  of  the  Horseshoe  Fall  over  2  feet  2  inches;  the  maximum 
recession  of  the  Horseshoe  Fall  during  that  period  has  been  5  feet  per  year. 
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THK  Canadian  Niagara  Power  Company,  which  holds  a  Charter  from  the  Provincial  Parliament  for 
the  development  of  electrical  power  within  the  Queen  Victoria  Niagara  Falls  Park,  to  be  distributed 
without  the  Park,  is  now  ready  to  supply  to  users  of  power  within  the  radius  of  four  miles  from 
the  Railway  Power  House  in  the  Park,  one  thousand  (1,000)  electrical  horse  power  in  the  form  of 
alternating  current,  and  two  hundred  and  fifty  (250)  electrical  horse  power  in  the  form  of  direct  current. 
This  temporary  supply  is  furnjshed  under  an  agreement  between  the  Power  Company,  the  Park  &  River 
Railway  Company,  and  the  Commissioners  of  the  Park,  and  is  intended  to  meet  local  demands  until  the  first 
section  of  the  Power  Company's  works  within  the  Park  is  completed.     The  first  section  of  the  development 
proposed  within  the  Park  will  be  an   installation  including  water  connections  for  twenty-five  thousand 
1 25.000 >  horse  power,  and  (10,000)  electrical  horse  power  ready  for  delivery  and  transmission.     This  first 
section  will  be  capable  of  extension  by  succeeding  sections  until  at  least  one  hundred  thou.sand  (100  000) 
horse  power  in  the  form  of  electrical  energy  can  be  developed  within  the  Park  for  use  without  its  limits 
The  plans  are  similar  to  those  adopted  by  the  Niagara  Falls  Power  Company  upon  the  American  side   and 
the  Canadian  Niagara  Power  Company  will  have  the  benefit  of  the  experience  of  the  American  Company 
in  the  use  of  the  large  units  required  for  economical  development  of  power  under  conditions  existing.     This 
Company  pays  the  Government  of  Ontario  an  annual  rental  of  twenty-five  thousand  dollars  ($25,000)  for  the 
privileges  conferred  by  the  Charter,  while  no  charge  is  made  to  the  American  Power  Companies  by  the  State 
or  Federal  Government  for  the  rights  which  they  enjoy  in  taking  water  on  the  American  side.     Applications 
for  power  made  to  the  Canadian  Niagara  Power  Company  at  its  office  in  Niagara  Falls,  Ontario,  will  receive 
prompt  attention. 
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Following  is  a  list  of  users  of  power  supplied  by  the  Niagara  Falls  Power  Co.,  Niagara  Falls,  N.  Y 

HYnRAlUC    POWER. 


Niagara  Falls  Paper  Co., 


ELECTRICAL   POWER. 


Pittsburg  Reduction  Co.  (aluminum) 

The  Carl)orundum  Co.   (carborundum) 

Union  Carbide  Co.  (calcium  carbide) 

B.  &  N.  F.  Electric  Light  &  Power  Co.  (local  lighting) 

Niagara  Electro-Chemical  Co.  (peroxide  of  sodium) 

Oldbury  Chemical  Co., 

B.  &  N.  F.  Electric  Railway  (local  railway) 

N.  F.  &S.  B.  Railway  Co.  (local  railway)  . 

Buffalo  Street  Railway  Co.  (  26  miles  transmission) 

Mathieson  Alkali  Works  <  soda  ash )      .         .         .         .  .        . 

Buffalo  General  Electric  Co.  (lighting,  from  Ocicber  ist,  1898) 


May  I,  i8€)8-. 

H.  P. 
7,200 


3.050 

1,000 

1,075 

500 

400 

600 

250 

250 

2,000 

2,000 

3,000 


SUMMARY. 


Total  hydraulic  power  sold — Niagara 
Total  electric  power  sold — Niagara  . 
Total  electric  Power  sold — Buffalo 


7,200 

I3.085 
5.000 


25,225 
The  plant  of  the  Niagara  Power  Company  is  situated  about  a  mile  above  the  Falls,  and  is  reached  by 
electric  street  cars. 


The  Dufferin  Islands,  from  Prospect  Drive. 


THE  Town  ok  Niagara  Falls,  Canada,  extends  from  the  Whirlpool  to  the  Horseshoe  Fall,  and  is  ;i:i 
example  of  one  of  the  most  thrifty  and  enterprising  towns  in  the  Province. 

It  owes  much  to  its  railway  interests,  as  it  is  the  terminal  Canadian  point  on  the  Niagara 
Frontier  for  three  great  railway  systems — the  Grand  Trunk,  the  Canadian  Pacific  and  the  Michigan 
Central  Companies.     It  is  one  of  the  chief  Canadian  ports  of  entry  for  goods  coming  in  from  the  United 
States,  and  the  traffic  on  these  railroads  is  enormous. 

Of  late  years  the  town  has  had  a  rapid  gjrowth,  due  to  the  encouragement  given  to  manufactories  and 
commercial  enterprises.  The  development  of  manufacturing  interests  by  means  of  water  power  has  been  the 
object  which  has  attracted  the  eyes  of  the  manufacturing  world  to  this  locality,  and  the  facilities  afforded  by 
the  Canadian  side  are  quickly  recognized.  Work  in  actual  construction  of  additional  power  plants  has  given 
a  fresh  impetus  to  the  already  bright  prospects  of  the  town. 

With  the  150,000  horse  power  to  be  eventually  developed  by  the  Canadian  Niagara  Falls  Power  Co.,  for 
which  franchise  the  company  pays  the  Ontario  Government  $25,000  per  year  ;  the  Canadian  Power  Co.,  with 
a  charter  to  take  water  from  the  Welland  River,  which  will  enable  the  company  to  develope  unlimited 
poM'er ;  and  with  a  fall  of  48  to  50  feet  in  the  river  between  the  Bridge  and  the  Whirlpool,  which  can  be 
cheaply  developed,  it  would  seem  that  at  a  very  early  date  the  town  will  become  one  of  the  largest  manufac- 
turing cities  in  the  country. 

The  town  is  attracting  the  eye  of  manufacturers  the  world  over,  and  is  so  .situated  as  regards  power  and 
shipping  facilities  that  it  is  the  most  favored  spot  in  Canada  for  the  location  of  industries,  and  will  no  doubt 
in  the  future,  with  the  adjoining  territory  on  the  American  side,  become  the  industrial  centre  of  the  World. 


Upper  New  Steel  Arch  Bridge. 

Length  of  arch  span,  8i0  feet  [longest  In  the  world] ;  total  length  of  bridge,  1-MD  feet ;    height  of  floor  above  water.  192  feet;  width  of  floorway,  46  feet. 


ADVERTISINO    SURPLE MENT. 

NITXGPJRH     FALLS     PPiRK    St     RIVER     RAILWRV 
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Nia^araTaib  Park  6c  River  Kail\va\. 
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Connerlions  with   Xmoricin  si(i(    I>n   Meef  Arch  Kridnc 
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I     oloctric  line  affording  tlu-  tourist  a  a.>hjrhtf«l  and  «"o'  ';";;<    ^^^dj^./eotirset^^h^n  nn.it  of  Qu-enMon    H.-ights, 
NifljfHra  Kivr.     Slartir-s  at  Queenston    ti.e  railway  imrsu.  >  u  «  f "  -' ^"  'J^y^'      Follolinff  the  ours.,  of  th-  rivor, 
«h..r..  is  simnt.d  tl...  beautifnl  n.onnn.ont  m-ctHl  to  '  '<>  '"'.'■"'"•.v  ^  /      "^Vf;  ;,  ,"r;^^^^^^^^^^  to1>e  apprr-ciatcd. 

tlu-  «..xt  in,,mrt«nt  points  of  inten-sl  an-  tin-  fnr-fan.cd  W  h.r  pool  l'^]')'^^''^''^^^^  WAgv,  tlu'  Anu-rican 

Th,.  car  now  pasM-s'the  New  Steel  Arch  Bridge  of  the  Grand  Trunk  K,  .Uav  «       ''^^..^^y;/j^^^^^  of  Chip- 

„nd  Cnndian  Ilorsesho.-  Falls,  the  Dufferin  Islands  and  t'"' .ff^"^^  "  .  "^^^  is  'XwedTstop  over  a.v  de.ire,l  tin.e  at  the  n,any 
pawa.  The  fare  for  the  ronnd  trip  H  but  <■>  cents,  »"<'  •''^P"^'«"f^'^^  O.w.onsto  with  The  stean.ers  of  the  Niagara  Navitja- 
Joints  of  interest,  continuing  the  journey  at  wi  1      Connect.on  .s    nade  at  Queenston  w.th         ^\^'^^  Manager, 

lion  Company  for  Toronto,  and  at  Chippawa  with  steamer  for  Buffalo. 


Niagara  Falls  Park  &  River  Railway  Passing  Through  the  Canadian  Free  Park. 


RECORD    OFPKH: 


The  Niagara  Falls  Printing.  Publishing 
and  Advertising  Co.,  Limiw. 

The    only   First-class  Printing    House   on    the 
Niagara  Frontier. 

Illustrated  Pamphlet  and  Catalogue  Work  our 
specialty. 

A.  B.  Brown,  Manager. 


R.  P.  SLATER  ■ 

REAL  ESTATE  AND    VALUATOR. 

River   Front,  Residential  and  Other  Lots 

MANU  FACTURING    SITES 

WITH  ELECTRIC  POWER 

and  Railway  Switches  available. 

Finest  suburban  residence  at  Niagara  Falls,  with 
extensive  fruit  and  ornamental  grounds  and  all 
modern  conveniences.  Also,  best  farm  between 
Niagara  Falls  and  Buffalo  ;  h  miles  river  front  ; 
sandy  soil  ;  300  acres.  For  sale  or  exchange,  and 
other  properties. 

Clifton    Incline    Emporium 

CANADA     SIDE. 

1*110  rOCVK.VlMIEl^S 

AND    DEALERS    IN 

Furs  :  Bark  Work    :    Feather  Fans    :    Bead  Work 

Indian    Curio.sities  :  Spar  Jewelry   :  Rock  and 

Shell  Ornaments. 

fl^ountc^    an?    ■anmc>Hntc^    Uicwa. 

-""tuTr."'"-*  R-  ^-  5LATER,    ^'T„".:rro""'- 
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Niagara  Palls  Park  and  River  Railway  Power  House. 


THE  CANADIAN  DOUBLE  GENERATOR 


STANDARD  ACETYLENE  APPARATUS, 

Manufactured  by  THE  NIAGARA  FALLS  ACETYLENE  GAS.  MACHINE  CO.,  Limited, 


^ 


Under  The 


CARTER-BELL 

PATENTS. 


'^ 

^^^^^^^B^i^imp^^^^^^ 

Factories   at 
NIAGARA     FALLS. 

Ontario,  and 

NIAGARA     FALLS. 

N.  Y. 


ACETYLENE.    THE    COMING    LIGHT. 

Suitable  for  churches,  public  halls,  stores,  residences,  etc.,  or  any  place  where  a  bright,  clear,  steady 
light  is  required.     Exclusive  territory  given  to  agents.     Catalogue  and  full  information 

sent  on  application  to  the  head  office. 


im  WINDSOR  mm 

ENTIRELY     REMODELLED      AND     REFURNISHED     THROUGHOUT. 
Rates.    »/.S0  -.«o  SZ  per  day.  >— C.     W.     A.     RECOMMENDED     HOTEL 

Open  Year 


Electric  Lights, 
Electric  Bells, 

Telephone, 
Baths. 

Carriages 

Famished. 
Every 

Modern 

Convenience. 

BRIDGE    STREET. 


Round   for 

Commercial 
And 

Tourist 

Travel, 
Convenient 

To  all  Railway 
Stations. 

JA/VIES    KEATING,  Proprietor 

NIAGARA     FALLS.     CANADA. 


The  largest  and  best  Hotel  at  NIAGARA  FALLS.      The  nearest  Hotel 
to   the  great   Cataract.     From   its  rooms  and    broad  piazzas   unequalled 
views    of  the  Eapids,  Islands   and   Falls   may  be    had.     The  prices  are 
moderate  and  definite.     Accommodation  for  (iOO.    From  a  sanitary  stand 
point  Niagara  Falls,  N.  Y.,  is  one  of  the  healthiest  spots  in  America 
The  quantity  of  ozone  in  the  air.  owing  to  its  constant  renewal  and  agi 
tation,  is  exceptionally  large       It  has  never  been  visited  by  an  epidemic 
It  is  one  of  the  most  favorable  spots  for  children  in  summer  in  the  world. 
Rates,  $3.50  to  $5.00.      Special  rttes  to  families.      For  terms  and 
other  information,  address 

THE   INTERNATIONAL   HOTEL  COMPANY. 


NIAGARA  FALLS  HYDRAULIC  POWER  &  MANUFAC- 
TURING CO. 


Lessors  of  Land  and  Water  Power. 

We  are  furnisIiiiiK  over  15,000  Horse-iiower.  We  have  just  completed  the 
enlargement  of  our  Hvdraulic  Canal,  cut  throuph  solid  rock,  and  we  are  now 
ready  to  furnish  40,000  Horsepower  under  a  head  of  from  100  to  2i)0  feet  With- 
out a  question  this  power  will  he  constant  and  reliahle  in  every  way.  We  call 
your  attention  to  our  latest  development  power,  iisin^  the  water  under  a  head 
of  210  feet,  and  invite  inspection. 
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3  9157  00364234  8 
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BROCK  UNIVERSITY 


ST.  CATHARINES,  ONTARIO 


LIBRARY 


FOR  USE  IN  SPtClAL  C0LLtCTI0r:5  UNLY, 


